¥ 
Peta xo 


: Approved For Releas&900/04/18 : CIA-RDPSAB9087 R007 PQQAONSS-8 
| eo 25X1A 


. (A+. : 


PURCHASE REQUEST 


25X1A | 
TO : : BOG H, 
ROCHESTER 14, NEW YORK 
25X1A 
FROM: 
25X1A 
REQUEST PROCUREMENT OF THE FOLLOWING ITEMS: 
ITEM STOCK NBR. DESGRIPTION, = CNT QUAN CCST 
: _* hy NISL Kedak Process Control as 
ow Sénsitometer#Model 101 EA 3 UNK 
2. Nish Kedak Transparecy EA 3 UNK 
Tiuminator 10" X 10" 
Watt Lamps. . 
Re NISL Filter, Red Kodatoid(to. EA 3 UNK 
be used with a eure ah 
as an inspection light! 
de NISL Filter, Green Kodaloid (to EA 3 UNK 
be used with a fleshlight 
as an inspection lig ent) 
5, NISL Flashlights to include BE. Qe 
filter adapters for the 
es : above listed filters 
we ae ie we eee ee ee LAST ITEM so on we om xb ce om em ie om ge om inse 
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